

INSTRUCTIONS - ORIGINAL AND S COPIES 





1 Jul 85 



3.uloo\m 


Signature 


BRIAN BUZBY 


Type Name 


6. Element POC/COTR 


30 May 85 


5A. Funds are certified available and have been committed 


Accounting classification 5B. Amount 

fys'ofov't/tjt t>fc30( /C3f^ 5037^ 4 


5C. Name and signature of Certifying Official 


Signature 


Type Name 


Telefjkone No. 


Office Symbol 


7A. Ship To: DIAC> Bldg 600 0, Waohijgomi, 7B. Mark for: 

dt/ltc Buzby 


Stock/ Stem No. 


Description of Supplies or Services 


WV146Q Panasonic low light level video camera 

24mm auto-iris lens 
CM- 14 Pelco camera mounts 

PVM-122 Sony 14" B/W video monitor W/audio 

WJ-810 Panasonic Time/Date Generator 

AG-2200 Panasonic VHS video recorder 

Video ^connecting cable, 50 ft 
Video connecting cable, 10 Ft 
Blank VHS T-120 tapes 

mmmmmmn, 

9. CH! Recurring requirement Source-"" 

GSA Schedule Number (if known) P. 58, Pt 3, Sect.B 


Quantity 

Unit 

Estimated 

Price 

Amount 

1 

@ 

$560 

$560 

r 

@ 

$165 

$165 

2 

@ 

$ 25 

$ 50 

i 

@ 

$365 

$365 

i 

@ 

$385 

$385 

i 

@ 

$680.20 

$680.20 

2 

@ 

$ 22 

$ 44 

1 

@ 

$ 13 

$ 13 

24 

@ 

$ 6 

$144 


8B. Total $2406.20 


Acquisition Plan No. 

10. Action Office if External to DIA: Other: 

Interservice Support Agreement No: External POC: 

11. Justification/Ramarks ~ 

Closed circuit video monitoring/recording system listed above is needed to satisfy training 
and operational requirements of a classified DIA Special Access Project. Justification 
maintained under separate cover. Approval by DT and RTS 6-B. 

SGI J 

12A. Requisition Number/Other isOr I 13 A. Coordinated ™ ' = 


M/r 



13A. Coordination* _/ □cRRB QsADPO 


1 I Not required 
(DIAR 44-4) 


12D. Received By: (Signature) 


14A. Action Assigned To: 
Contract Specialist: 


13C. Budget Reporting Code 
R400 

I ] Yes tm No 


14B. Date 


DIA FORM 520 ( 
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For Release 


Sony Video Communications 




ijggsi 




PVWI-411 


PVM-411 Quadruple 4" Monochrome Monitor 
Four independently controlled 4" screen (measured diagonally) 
monochrome monitors in a single rackmount unit. Fits EIA standard 
19 rack. Individual unit shielding minimizes magnetic crosstalk 
distortion. Spot-kilier circuitry prevents phosphor burns when bright 
images remain on-screen for extended periods. Loop-through 
capability enhances use in multiple location production and 
surveillance applications. Individual front -mounted contrast, bright- 
ness, V-hoid and H-hold controls. Weight: 35 lbs. 4 oz. Dimensions 1 
5-1 /4"H x 19"W x 12-1 /2”D. 

PVIVI-411 Quadruple 4" Monochrome Monitor $1275.00 
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PVM-91 



’VM-122 12'' High Resolution Monochrome Video Monitor 

* 1000 lines of horizontal resolution at center 

» Selectable scanning systems: Normal/Underscan 

> DC damp switch provides a stable reference for black level 

* External sync input 

> Selectable A/B line inputs with front switch 

’ Loop-through BNC connectors for Line, A/B and Sync 
1 Built-in speaker for audio monitoring 

> Tally lamp 

* Weight: 21 lbs. 11 oz. 

, Dimensions: 12-3/16"Hx 12"Wx 12-3/ 16"D $450.00 
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PVM-122 


PVM-91 

9" High Resolution Monochrome Video Monitor 

A high resolution black and white monitor whose picture precision 
makes it an ideal unit for use as a computer display, a calibration device 
for color video cameras, CCTV applications and a studio control room 
monitor. 

• 800 lines of horizontal resolution at center 

• Selectable scanning systems: Normal/Underscan 


• DC clamp switcn provides a stable reference for the black level 

• Accepts an external sync 

• Loop-through BNC connectors for video and sync 

• Can be installed/rackmounted as a dual video with the MB-600 
optional mounting bracket monitor 

• Can be installed with a waveform monitor or a vectorscope by using 
an MB-501 optional mounting bracket 

• Weight: 12 lbs., 12 oz. 

« Dimensions: 8-3/4"Hx9”WxlO"D $345.09 


Prices and Specifications Subject to Change Without Notice. 


Sales 


Servicing 


Rental 


$ 0002-2 
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Approved For Release 2000/08/08 : CIA-RDP96-00789R0021 001 40002-2 
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AUDIO/VIDEO SYSTEMS Gft€ 



prices may change without notice 

I internal; E -- external; 

R - random interlace 


Approved For Release 2000/08/08 : CIA-F 


7 wide angle adapter opwi 
can be used with 16mm lei 

JO adjustable veilical , 
adjustable on CPD typ 


CPYRGHT 



: CIA-RDP96-00789R0021 00140002-2 


Designed to tastefully blend with interior decors of offices, banks or similar installations, the 
CM-14 has been structurally engineered for strength and rigidity. 

Manufactured of sturdy Rynite plastic and injection molded for low cost efficiency, the CM-14 
is capable of supporting camera/lens combinations up to 12 lbs. when securely mounted. 

An easily adjustable ball swivel head allows for unlimited pan rotation and 90° tilt down angle. 
Adjustments are made with a screwdriver which facilitates a tamper resistant installation. 
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PELCO SALES, INC. / THE LEADER IN ACCESSORIES FOR THE TELEVISION INDUSTRY 
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TV Set 


^ 75 0 Cable System 


Cable TV 

V S“ r "'erter 
Box 


J To the 750 75SJ Coaxial 

—> j VHF INPUT Cable 

=“■ on the TV Set 


AG-2200 


The above cable hook-up allows VCR-TV functions except for viewing one 
channel while recording another channel. 


750 Cable System 


Cable TV q 
■ Convener 
Box G 



— — . (/able TV q 
^ Converter ~ 

_Box_ 

lOUT 


- Switch Box 
(No! available from 
Panasonic. Please 
contact your cable 
| company) 


To the 750 
VHF INPUT 
on the TV Set. 



TV Set 


AG-2200 


The above cable hook-up allows VCR-TV functions, including viewing one channel 
while recording another channel, but it requires two cable TV converter boxes - 
and one cable switch. 


Power Sources: 
Power Consumption: 
Television System: 

Video Recording 
System: 


120V AC, 50/60HZ 
Approx. 27 watts 

EIA Standard (525 lines, 60 fields) 
NTSC color signal 


System: 2 rotary heads, helical scanning system 

Luminance; FM azimuth recording 
Color signal; convened subcarrier phase shift 
recording 

Audio Track: 1 track 

Tape Format: Tape width */ 2 inch (12.7mm), 

high density tape 

Tape Speed: SP; 1 5 /, 6 i.p.s. (33.35mm/s), 

LP; 21 / 32 i.p.s. (16.67mm/s), 

SLR; 7 15 i.p.s. (11.12mrn/s) 

Record/Playback Time: 360 min. with NV-T120 used in SLR mode 

FF/REW Time: Less than 5 min. with NV-T120 


FF/REW Time 
input Level: 
Video; 


TV Tuners; VHF ii 

“A-2, 7 
IJHF ii 

Output Level: 

Video; TV Me 

VIDEC 

Audio; TV Me 

AUDIC 

RF Modulated; Chann 

7512 ur 

Camera Remote: (M2) 

Video Horizontal 
Resolution: Color: 

(on monoscope test pattern) 


TV Monitor connector ( 8 -pin connector) 
I.OVp-p, 75Q unbalanced 
VIDEO IN (BNC), I.QVp-p, 750 unbalanced 
TV Monitor connector ( 8 -pin connector) 

- 20dB, 47kf) unbalanced 
AUDIO IN (RCA), -lOdB, 47kQ unbalanced 
VHF input CH2-CH13, cable channels 
“A-2, A-1, A — I, J~W” 

IJHF input CH14-CH83, 3000 

TV Monitor ( 8 -pin connector), l,0Vp-p 750 
VIDEO OUT (BNC), I.OVp-p, 750 
TV Monitor ( 8 -pin connector), OdB, 6000 
AUDIO OUT (RCA), - 8 dB, GOOO unbalanced 
Channel 3 or 4, 66.5dB^ (open voltage), 

750 unbalanced 
(M2) 

Color: more than 240 lines 


Audio Frequency 

Response: SR; 50Hz- 10kHz, 

LP; 50Hz~8kHz, SLR; 50Hz~6kHz 
Slgqal-to-Noise Ratio: Video: better than 45dB (Color, SR mode) 
(Rohde & Schwarz noise meter) 

Audio: better than 43dB (SP mode) 


Operating 
Temperature: 
Operating Humidity 
Weight: 

Dimensions 

(WxHxD): 


41 °F — 104°F (5°C~40°C) 
35% -80% 

18.7 lbs (8.5kg) 


(WxHxD): 16 ls / lfi " x 4 9 /i 6 " x 14 , / I6 " (430 x 115 x 369rniri) 

Accessories Supplied: 1 pc. VHF matching box 75 0-300 0 
transformer (VSQ 0015-1) 

1 pc. Coaxial cable with one-touch type F 
connector (VJA 0147-1) 

1 pc. 300 fi-75 It transformer (VFA 0010) 

1 pc. F connector (VSQ 0051-1) 

1 pc. Twin-lead Cable (VJA 0102A) 

1 pc. Wired Remote Controller (VSQ 0265) 

1 pc. Channel Film (VGQ 0253 and 0693) 

1 pc. Dust Cover (VFB 0041) 

Warning. One Federal Courl has held that recording copyrighted TV programs is infringement 
Such programs should not be recorded. 
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Pana sonic. 

AUDIO-VIDEO SYSTEMS DIVISION 

Panasonic Industrial Company, Division of 
Matsushita Electric Corporation of America 
Executive Office: One Panasonic Way, Secaucus, 

New Jersey 07094 (201) 348-7000 
Northeast Office: 333 Meadowlands Parkway, Secaucus, 

New Jersey 07094 (201) 348-7620 
Midwest Office: 425 E, Algonquin Rd. Arlington Heights 
Illinois 60005 (312) 981-4826 

Southeast Office: 3 Meca Way, Norcross, Georgia 30093 (404) 925-6835 
Southwest Office: 1825 Walnut Hill Lane, Irving, Texas 75062 (214) 257-0763 
Western Office: 6550 Katella Avenue, Cynress, California 90630J7Jvtxaa5.»OO./.»» 

padasohic Hawaii,! Approvecfh or Release 20W/08/08 

91-238 Kauhi st., Ewa Beach P.O. Box 774, 

Honolulu, Hawaii 96803 (80S) 082-2851 


Matsushita Electric ot Canada Limited 

5770 Ambler Drive, Mississauga, Ontario L4W 2T3 (416) 624-5010 
Panasonic Sales Company 

Ave. 65 de Infanteria, Km. 9.7, Victoria Industrial Park, Carolina 
Puerto Rico 00630 (809) 769-4320 


DISTRIBUTED BY: 


CIA-RDP96-00789R0021 00140002-2 

Weight and dimensions shown are approximate. 

Specifications are subject to change without notice. 84SM90E1 Printed in Japan 




